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TAGS: TECH 

SUBJECT: SHIPMENT OF US SAFEGUARDS INSTRUMENTATION TO 
KARLSRUHE AND VIENNA 

1. RECONFIRMING TEL CON WITH J. RUBIN, FIVE BOXES OF 

ERDA AND ACDA SAFEGUARDS EQUIPMENT NOW IN BRUSSELS SHOULD 
BE SHIPPED COD TO DR. DIPAK GUPTA, PROJECT SPALTSTOFFFLUB- 
KONTROLLE, KERNFORSCHUNGSZENTRUM, KARLSRUHE FRG. DETAILS 
MAY BE ARRANGED BY CONTACTING DR. GUPTA, TELEPHONE NO. 
(07247) /823643. 

2. AT THE CONCLUSION OF THE GERMAN TESTS IN SEPTEMBER 
1975, THE EQUIPMENT WILL BE SENT AT GERMAN EXPENSE TO THE 
US MISSION TO THE IAEA, VIENNA, FOR FURTHER TESTS AND 
EVALUATION BY THE IAEA. A DRAFT LETTER FROM THE MISSION 
TO THE AGENCY CONCERNING THE LOAN OF THIS EQUIPMENT TO 
THE AGENCY WILL BE PROVIDED AT THAT TIME. KISSINGER 
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